the fire boss was going to record a bad ventilation condition in the Six
Right Crosscut. The day shift foreman had stockpiled coal in the return and
the flow of air was thereby reduced.

11.  The First Left Section presented a number of dust problems.  It was
in old workings, there was only one Intake and usually only one return, and
the belt haulage ventilated into the working face rather than away from it.
Samples taken during Complainant's shift on September 27 and October 6, 1978,
Included dust levels of 2.5 and 7.0.  A sample taken on Johnny Woods' shift
(day shift) on December 12, Included a dust level of 7.7.  On December 20,
1978> the First Left Section received a citation for a violation of the dust-
control plan.  The citation stated in part:

Based on the results of 10 dust samples collected by
the operator and reported on the attached teletype message,
dated 12/19/78, the cumulative concentration of respirable
dust in the working environment of the high-risk occupation
in -Section 008, was 23.7 mg/tn3 of air. Management shall
cause such working environment to be sampled every produc-
tion shift until compliance with the applicable limit of
20.0 milligrams per cubic meter of air for this section Is
achieved,

After receiving these results, Aman met with the section foremen on the First
Left Section, and their shift foreman, and told them that dust levels were
too high and had to be decreased.  He explained the dangers of high levels
of respirable dust and discussed measures required to reduce those levels.
Aman offered advice and help to the section foremen and solicited ideas from
them.  Aman received no comments or suggestions from Complainant during that
meeting.

12.  On March 8, 1979, the First Left Section received another citation
for a violation of the dust-control plan.  The citation stated in part:

Based on the results of 10 dust samples collected by
the operator and reported on the attached teletype message,
dated 3/05/79, the cumulative concentration of respirable
dust In the working environment of the high-risk occupation
in section 008, was 21.0 milligrams.  Management shall cause
such working environment to be sampled every production shift
until compliance with the applicable limit of 20.0 milligrams
per cubic meter of air for this section is achieved.

The results from the cited samples were as follows:

Date                                          Section                                          Levels

1-11-79                                       day                                                     3.4

1-19-79                                       midnight                                             .5

1-19-79                                       day                                                     2.8
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